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SUBJECT: FDA ADVISORY - IN VITRO DIAGNOSTIC REAGENT 

REF: STATE 042181 

WHEN INFORMED OF THE CONTENTS OF THE REFERENCED TELEGRAM, PROF. 
DE BERNARD, DIRECTOR OF THE ISTITUTO DI CHIMICA BIOLOGICA, UNIV- 
ERSITY OF TRIESTE STATED THAT HE HAD RECEIVED THE LETTERS CITED. 

HE HAD REPLIED TO ENDO LABORATORIES INC., GARDEN CITY, N.Y. TO 
THE EFFECT THAT THE GLUSALASE IN QUESTION HAD ALREADY BEEN USED 
BY THE INSTITUTE FOR SCIENTIFIC RESEARCH.GOOLD 
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